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King, Valerie A. 

From: Zedler, Barbara 

Sent: Monday, August 11,2003 12:45 

To: King, Valerie A. 

Subject: site visits 

Sensitivity: Confidential 

fyi. 

Bcu'Lr 


Sarbara K. Zedler, M.D. 
Director, Clinical Operations 
Clinical Evaluation Group 
RD&E/Philip Morris USA 
Richmohd, VA 


barbara.k,zedler@pmusa.com 
804.274.2799 


cell 804.651.3544 


8 / 12/2003 

PM3006735621 


Source: https://www.industrydocuments.ucsf.edu/docs/jjpx0001 






